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E.O. 1 1652: N/A 
TAGS: ENRG, UR, US 

SUBJECT: US-USSR ENERGY AGREEMENT: HYDROELECTRIC POWER STATIONS: 
08:0202 

REE (A) 76 MOSCOW 15571, (B) 76 MOSCOW 18065 

1 . TROSHIN OF MINPOWER ADVISED EMBASSY JANUARY 26 THAT SOVIET 
COORDINATORS ON 08.0202 URGENTLY REQUEST REPLIES TO TWO LETTERS 
SENT TO U.S. COORDINATORS IN 1976 CONCERINING PLANNING OP 08.0202 
DELEGATION VISITS IN 1977. 

2. FIRST LETTER, PER REFTEL A, FROM STROGANOV TO 

GIAMPAOLI, REQUESTED CONFIRMATION OF U.S. PARTICIPATION IN SUMMER 
1977 SYMPOSIUM ON CONSTRUCTION OF HYDROPOWER STATIONS IN SEISMIC 
AREAS. IF U.S. WILL PARTICIPATE, TROSHIN NOTED THAT EXCHANGE 
OF PAPERS SHOULD TAKE PLACE WELL IN ADVANCE OF CONFERENCE. 

HE ALSO REQUESTED TENTATIVE LIST OF U.S. PARTICIPANTS. 

3. SECOND LETTER, PER REFTEL B, PROM MASLEVSKIY TO BROWN, DISCUSSED 
AN APRIL, 1977, VISIT TO THE USSR. TROSHIN ALSO REQUESTS TENTATIVE 
U.S. DELEGATION LIST IP TIMING IS ACCEPTABLE TO BROWN. 
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